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PLANT- QUARANTINE    IMPORT  RESTRICTIONS 

OF  THE 

REPUBLIC  OF  FRANCE 

Bulbs,  Corms,  Tubers,  and  Rhizomes  Regarded  as  Plants 


The  French  decree  of  March  8,  1932,  prohibits  the  entry 
into  and  transit  through  France  of  living  plants,  and  living  parts 
of  plants  (trees,  shrubs,  nursery  products,  cuttings,  and  other 
parts  of  plants)  *  *  *  originating  in  or  proceeding  from  the 
United  States  of  America,  as  a  precaution  against  the  introduction 
of  San  Jose  scale  (see  page  6,  B.  E.  P.  Q. — 403). 

Uncertainty  existed  as  to  whether  this  prohibition  was 
applicable  to  bulbs,  corms,  tubers,  and  rhizomes,  therefore  the 
question  was  submitted  to  the  French  Ministry  of  Agriculture.   The 
said  Ministry  states  that  the  prohibition  does  apply  to  bulbs,  corms, 
tubers,  and  rhizomes. 


LEE  A.x  STRONG, 
Chief,  Bureau  of  Entomology  and  Plaryt  Quarantin 
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